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Answer: D 


QUESTION: 48 
The differences between a smart switch and a managed switch are clear. 


A. extensive features to protect network traffic 

B. prioritizes users, applications, and workgroups 

C. trusts endpoints to set network traffic prioritization 
D. user ensures optimal network performance 

E. user is an attribute of a smart switch 


Answer: A 


QUESTION: 49 
What Cisco technology provides the capability of load sharing power supplies across 
stack members? 


A. FlexStack 

B. StackPower 

C. StackWise Plus 
D. EnergyWise 


Answer: B 


QUESTION: 50 
Which feature of second generation ISRs reduces overhead? 


A. Gigabit Ethernet 

B. multigigabit fabric 

C. small form-factor pluggable 
D. USB 


Answer: B 
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